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V 


23 July I97S 


MEMORANDUM FOR: 
SUBJECT : 


Creation of EJCG and Spiro graphic 
Magnetic Tapes 


STATINTL 


Japes, os 22 July 1975 three LKC/Spiroerat.hic 
magnetic tapes were created c 


X. Tape K 

a* 00 Lead with temperature, barometric 
pressure and the exam date 

One EKG (medication digit • 1, BP • 2) 

c. Second EXG (medication digit * 4 , BP * 3) 

2, Tape L 

a. Two load 13; calibration signal s 

b. One EKG followed by 4 spirographic 
trials --the last being a straight 
line (indication - 5 t BP • l) 

c * 00 *«ad with temperature and barometric 
pressure change run twice 


d, 


Second EKG followed by 3 Spirograph ic 
trials (dedication - 6 f BP • 4) 
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SOWECTt Creation of EJCG and SplTOgraphic Magnetic 
Tapes 


S, Tape M 

Tv© lead 13 calibration signals 

b. Spirograa (aedicstion • 7* BF * 1 2 i 

c. Second Spirograss (®edicati©n * 8, 



STATINTL 


Medical Systems neveiopsem. 

Office ©f Medical Services 


cc- 


STATINTL 


OMS/MSDOtl P C ^P 

Distxicution: 

Oris & 1 - Addressee 
1 - 
1 ■ 


1 - MSDO Chrono 

- G-D/MS Files 


STATINTL 

STATINTL 
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